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Exhibit of The Mint of the United States at Philadelphia, 

Superintendent’s Office, 

Chicago, 

September 21, 1893 

Col. O.C. Bosbyshell 
Supt. U.S. Mint Phila. 

Dear Sir 

Our lower die is developing a crack. Please send us a new one as soon as possible. 
Every thing is going satisfactory here. The motor seems to have settled down to good 

work. 


Very Respectfully, 
N.S. Beekley 



